82       DOCKETED ITEMS

-9203160040 Notice of violation from insp on 911229-920201.Violation noted:licensee
failed to assign correct quality classification & verify matl compatibility.

* Region 1 (Post 820201). 92/03/04. 2pp. 60911:055-60911:056.

-9203160045 Insp repts 50-289/91-30 & 50-320/91-21 on 911229-920201. Violations
noted.Major areas inspected:plant operations, security measures & engineering sup-
port activities.
RULAND.W.H. Region 1 (Post 820201). 92/03/03. 16pp. 60911:057-60911:072.

9203160077 Forwards exam rept 50-289/92-03OL on 920211-13.
BETTENHAUSEN,L Region 1 (Post 820201). 92/03/06. BROUGHTON.T.G. General
Public Utilities Corp. - GPU Service Corp. 3pp. 60908:070-60908:268.

-9203160087 Exam rept 50-289/92-03OL on 920211-13.Exam results:both candidates
passed written & operating exams & no significant deficiencies noted.
BISSETT.P., ESELGROTH.P. Region 1 (Post 820201). 92/03/04. 200pp. 60908:073-
60908:268.

9203110378 Responds to Initial SALP Rept 90-09 issued on 920125. Enhancements for
implementation of procedures have or will be initiated during 1992 & will be fully im-
plemented by Sept 1993,which is prior to 10R refueling outage.
CLARK.P.R. General Public Utilities Corp. - GPU Service Corp. 92/03/11. Document
Control Branch (Document Control Desk). 3pp. 60913:015-60913:017.

9203190349 Discusses completion of review of util 15 yr reactor bldg tendon surveil-
lance submitted on 900511.Surveillance performed per TMI-1 tech specs & draft ver-
sion of rev 3 of reg guide 1.35, "Inservice Insp of Underground Tendons."
HERNAN.R.W. Project Directorate 1-4. 92/03/16. BROUGHTON.T.G. General Public
Utilities Corp. - GPU Service Corp. 7pp. 60972:318-60972:324.

9203260071 Forwards insp rept 50-289/92-05 on 920218-21.Insp verified that license
met 10CFR 50.62 rule requirements.

BETTENHAUSEN.L Region 1 (Post 820201). 92/03/17. BROUGHTON.T.G. General
Public Utilities Corp. - GPU Service Corp. 2pp. 61083:125-61083:132.

-9203260077 Insp rept 50-289/92-05 on 920218-21.No violations or unresolved items
noted.Major    areas    inspected:licensee    implementation    of    10CFR50.62    rule
requirements.including effectiveness of QA controls applied to major activities.
CAPHTON.D.L, BLUMBERG.N.J. Region 1 (Post 820201). 92/03/16. 6pp. 61083:127-
61083:132.

9203300013 Forwards final SALP rept 50-289/90-99 for 900516 - 911116. Actions taken
or planned to address weaknesses identified in surveillance area re infrequently per-
formed surveillance activities noted.per 920213 meeting & 920309 response.
MARTIN.T.T. Region 1 (Post 820201). 92/03/23. BROUGHTON.T.G. General Public
Utilities Corp. - GPU Service Corp. 4pp. 61110:039-61110:079.

-9203300015 Final SALP rept 50-289/90-99 for 900516 - 911116.

* Region 1 (Post 820201). 92/03/23. 30pp. 61110:043-61110:079.

R. Periodic operating reports & related correspondence

9203020303 "10CFR20.407 Personnel Exposure Rept -1991." W/920226 Itr.
BROUGHTONJ.G. General Public Utilities Corp. - GPU Service Corp. 91/12/31. 3pp.
60783:040-60783:042.

9203050201 "Number of Personnel a Man Rems by Work & Job Function Self Reading
Pocket Dosimeter Data 1991." W/920227 Itr.

BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 91/12/31.
13pp. 60823:330-60823:342.

9203040033 Forwards fitness for duty program performance data repts for Jul-Dec
1991.

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 92/02/27. Document
Control Branch (Document Control Desk). 12pp. 60850:192-60850:203.

9203170042 Monthly operating rept for Feb 1992 for Three Mile Island Nuclear Station
Unit1.W/920312ltr.

HEYSEK.W.G.. BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp.
92/02/29. 6pp. 60958:352-60958:357.

9203060173 Forwards "Semiannual Effluent & Release Rept for Jul-Dec 1991," Rev 16
1104-281, "Waste Solidification PCP" & Rev 1 to "ODCM."

BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 92/03/02. Doc-
ument Control Branch (Document Control Desk). 15pp. 60881:075-60881:319.

-9203060176 "Semiannual Effluent Rept for Jul-Dec 1991."

*  General Public Utilities Corp. - GPU Service Corp. 91/12/31. 11pp. 60881:079-
60881:100.

-9203060187 Rev 16 to "Waste Solidification Process Control Program."

*  General Public Utilities Corp. - GPU Service Corp. 91/10/04. 62pp. 60881:101-
60881:162.

-9203060196 Rev 1 to 661O-PLN-4200.01, "ODCM."

*  General Public Utilities Corp. - GPU Service Corp. 91/12/20. 125pp. 60881:163-
60881:319.

S. exportable occurrences. LERs & related correspondence

9203020310 LER 91-004-01 :on 911008,irradiated fuel to test hot'st interlocks w/o full
containment isolation.Caused by staff error & procedural inadequacy.AII licensed oper-
ators to receive add! training & procedures revised.W/920226 Itr.
GURICAN.G.M., BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp.
92/02/26. 9pp. 60838:078-60838:086.

9203230300 Part 21 re cracked piston castings received from ACME Foundry,Fairbanks
Morse & General Casting.Magnetic particle insp of all pistons will be performed.List of
affected plants end.

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu-
ment Control Desk). 5pp. 61103:314-61103:318.

V. Operator Examinations

9203160077 Forwards exam rept 50-289/92-030L on 920211-13.
BETTENHAUSEN.L Region 1 (Post 820201). 92/03/06. BROUGHTON.T.G. General
Public Utilities Corp. - GPU Service Corp. 3pp. 60908:070-60908:268.

-9203160087 Exam rept 50-289/92-03OL on 920211-13.Exam results:both candidates
passed written & operating exams & no significant deficiencies noted.
BISSETT.P., ESELGROTH.P. Region 1 (Post 820201). 92/03/04. 200pp. 60908:073-
60908:268.
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F. Security, medical, emergency & fire protection plans

9108150100 Forwards 1991 exercise event schedule & proposed scope & objectives for
full-participation emergency preparedness exercise w/Commonwealth of PA on
911212.

DAVIS.G.W. Boston Edison Co. 91/08/09. Document Control Branch (Document Con-
trol Desk). 9pp. 60969:332-60969:340.

9203050087 Forwards Issue 2,Rev 10 to Security Plan.lssue 2,Rev 10 to plan withheld
(ref 10CFR73.21).

ANDERSON.R.A. Boston Edison Co. 92/02/27. Document Control Branch (Document
Control Desk). 2pp. 60852:086-60852:087.

9203190398 Advises that 911025 implementation plan provides basis for acceptable im-
plementation of ERDS at facility.

EATON.R.B. Project Directorate I-3. 92/03/16. ANDERSON.R.A. Boston Edison Co.
2pp. 60972:285-60972:286.

9203240373 Revised EPIPs.including Rev 2A to EP-IP-120,Rev 2A to EP-IP-130,Rev 3A
to EP-IP-140,Rev 3A to EP-IP-200,Rev 5A to EP-IP-220,Rev 2A to EP-IP-252,Rev 1A
to EP-IP-300,Rev 1A to EP-IP-330 & Rev 1A to EP-IP-400.W/920318 Itr.
ANDERSON.RA Boston Edison Co. 92/03/18. 200pp. 61105:155-61106:009.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York. Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036,

9203030227 Responds to 920115 supplemental safety evaluation requesting schedule
for implementation of recommendations in original safety evaluation re station black-
out rule.Subjs include cross-tie circuit testing.

ANDERSON.R.A, Boston Edison Co. 92/02/26. Document Control Branch (Document
Control Desk). 3pp. 60819:145-60819:147.

9203110373 Ack receipt of 920226 response to station blackout rule subrnittal & sched-
ule for implementation of recommendations contained in SE & SSER.
EATON.R. Project Directorate I-3. 92/03/05. ANDERSON.R.A. Boston Edison Co.
3pp. 60885:245-60885:247.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Gooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iieensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203120314 Advises of review & approval of revised schedule for subrnittal of individual
plant exam.per Generic Ltr 88-20.

EATON.R.B. Project Directorate I-3. 92/03/06. ANDERSON.R.A. Boston Edison Co.
3pp. 60895:075-60895:077.

9203300215 Forwards allegations re activities at plant.Response should be submitted
within 30 days,Affidavit per 10CFR2.90(a) must accompany response.EncI withheld
(ref 10CFR2.790(b)).

HEHL.C.W. Region 1 (Post 820201). 92/03/17. ANDERSON.R.A. Boston Edison Co.
4pp. 61198:345-61198:348.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.ce 92-017, "NRC Insps of Programs Being Developed at Nu-
